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UNCLASSIFIED 

PAGE 01 OTTAWA 01317 161430Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 /024 W 

007370 170223Z/75 

R 161432Z MAR 78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 6677 

UNCLAS OTTAWA 01317 

E.O. 11652: N/A 

TAGS: ACOM. ASEC 

SUBJECT: MODEL 1012 MODIFICATION 


Message Text 


OPTION 2 FOR THE MODIFICATION OF THE 1012 DISINTEGRATOR 
HAS BEEN INSTALLED. BOTH OPERATION AND NOISE FACTOR ARE 
IMPROVED. THE ONLY PROBLEM ENCOUNTERED DURING MODIFICATION 
WAS THE NECESSITY OF CUTTING AND THEN SPLICING POWER CABLE 
CASING BETWEEN SAFETY SWITCH AND CONTROL BOX. IF EITHER 
OC OR SECURITY ENGINEERED CO. KNOW OF AN ALTERNATE METHOD, 
SUGGEST OTHER POSTS RECEIVING THIS MODIFICATION BE ADVISED. 
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